JUDGE KOUTRAS:  With what?

THE WITNESS:  Well, I went up and pecked it a
little bit.

JUDGE KOUTRAS:  Pecked it with what?
THE WITNESS:  With the crowbar.

JUDGE KOUTRAS:  With the crowbar that you wtill
had from the day before?

THE WITNESS:  I believe it was the same one.

JUDGE KOUTRAS:  All right, and you pecked around,
and what did you find?

THE WITNESS:  It seemed tight.
JUDGE KOUTRAS:  It seemed tight?
THE WITNESS:  Right.

JUDGE KOUTRAS: Why didn' t you go ahead and load
that shot?

THE WITNESS: Well, because the other one seemed
tight, too, and you can't tell when these things
are going to fall.

JUDGE KOUTRAS:  It could fall today, it could fall
tomorrow, right?

THE WITNESS:  Right.

JUDGE KOUTRAS:  And what means do you have for
determining whether the area is safe before you
go in there?

THE WITNESS:  You don't.

JUDGE KOUTRAS:  You just told me.  What's the normal
procedure for testing for soundness of a ceiling or
a roof in that situation?

THE WITNESS:  The only way I know is to test it
with a bar.

JUDGE KOUTRAS:  All right.
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